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QO STEPS TO CLEAN A 


CAUTION 


Control access to area: Prevent people from walking 
through affected area 


Put on appropriate Personal Protective Equipment (PPEs): 
Disposable Gown, Disposable face Mask with shield, 
Disposable Gloves. 


Use plastic scoop or other mechanical means to remove 
any broken glass or other sharp objects from the spill area, 
and dispose into the sharp container. 


Contain spill: Use absorbent granules or absorbent pads to contain 
the spill. Sprinkle absorbent granules over the spill and leave for two 
minutes or as per the manufacturer’s recommended contact time. 
Allow the spill to solidify before removing. 


Remove the solidified waste material using the scoop 
and scraper and carefully dispose all contaminated materials into 
the infectious waste bag 


Add one tablets of chlorine disinfectant 2.5 gm/ 250 ml = 5000 ppm 
which is effective against any risky blood spill. 


Use disposable wiping cloth to wipe up all the disinfectant, 
and then discard into the yellow plastic bag 


Place all items including PPE into yellow biohazard plastic bag. 


Close the yellow biohazard bag securely with fastener 
to prevent leakage. 


Finally, Hand Hygiene 
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